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Directions to 37 Laurel Park, Northampton, MA 
01060 

42.4 mi - about 47 mins 


Save trees. Go greenlj;; ! 
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i||i Bradley International Airport 

f 11 Schoephoester Road, Windsor Locks, Connecticut - (860) 594-2530 



1. 

Head northwest 

go 0.5 mi 



About 1 min 

total 0.5 mi 

•s 

2. 

Slight left toward Schoephoester Rd 

go 331 ft 

total 0.5 mi 

r* 

3. 

Turn right onto Schoephoester Rd 

go 0.2 mi 


About 1 min 

total 0.7 mi 


4. 

Continue onto CT-401 S 

go 3.8 mi 



About 6 mins 

total 4.6 mi 


5. 

Keep left at the fork, follow signs for 1-91 N/Springfield and merge onto I-91 N 

go 37,0 mi 



Entering Massachusetts 

About 36 mins 

total 41.6 mi 

r 

6. 

Take exit 21 toward US-5/Massachusetts/Hatfield 

go 0.3 mi 
total 41.8 mi 


7. 

Turn left onto Elm St 

go 0.1 mi 


About 1 min 

total 42.0 mi 


8. 

Turn left onto N King St 

go 0.2 mi 



About 1 min 

total 42.2 mi 


9. 

Turn right onto The Cir 

go 0.1 mi 



Restricted usage road 

total 42.3 mi 

*\ 

10. 

Turn left onto Northampton St 

go 0.1 mi 


Restricted usage road 

total 42.4 mi 


11. 

Northampton St turns right and becomes Laurel Park 

go 266 ft 



Restricted usage road 

Destination will be on the right 

total 42.4 mi 


37 Laurel Park, Northampton, MA 01060 


These directions are for planning purposes only. You may find that construction projects, traffic, weather, or other events may cause conditions to 
differ from the map results, and you should plan your route accordingly. You must obey all signs or notices regarding your route. 
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r Directtons werenl right? P find your route on maps.google.com and click "Report problem" at the bottom left. 1 
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